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Length, 36 ft. Capacity, 40,000 1bs. Weight, 41,500 1bs.
Hanrahan System of Refrigeration, the details of which are shown in Figs. 271-277.

> I'ig. 11. REFRIGERATOR CAR. MOBILE & OHIO RAILROAD.

Capacity, 40,070 1bs, Weight, 37,400 1bs.
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